The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A, Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

BUREAU OF LABORATORY SCIENCES 


June 8, 2012 

ADA Debra Payton 

Norfolk Cou rUy District Attorney’s Office _ 

Sample 

Dear ADA Payton: 

Enclosed are copies of the information you requested for the above mentioned sample 

1) Drug Receipt 

2) Evidence Control Card with hand-written notations 

3) Drug Powder Analysis Form with my hand-written notations 

4) GC/MS confirmatory data 

I was the primary/custodial chemist and performed all of the testing for this sample. 

If you have any further questions, please do not hesitate to call me at either 617-983- 
6632 or 617-983-6689. 



Della Saunders 
Chemist III 


William A. Hinton 
State Laboratory Institute 
305 South Street 
Jamaica Plain, MA. 02130 



DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY R MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MO 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 





PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 

Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


The Commonwealth of Massachusetts 

ExecHtive Office of Health and Human Semees 
Department of Public Health 
State Laboratory' Institute 


DRUG RECEIPT 


City or Department: 




Police Reference No.: 


Name and Rank of Submitting Officer: 




Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 



Defendant(s) Name (last, first, initial): 














Date Analyzed; 3 ^ £012 


No. 

City: Dedham Police Dept. 
Officer: P.O. C. O'SULLIVAN 
Def: 

Amount: 

No. Cont: 25 Cont: pb 


Date Rec'd: 05/16/2012 
Gross Wt.: 76.12 


Subst: SUB 

No. Analyzed:^ 
Net Weight: 

# Tests: 


Prelim: CijC^yfT^ 






Folk OIG PRR 111621 




o 


DRUG POWDER ANALYSIS fom 


SAMPLE n AGENCY / 

No. of samples tested: 



ANALYST 





Evidence Wt. 




PHYSICAL DESCRIPTION: . 

SfilgmdcA 

&o) W4/ 


Gross Wt ( ) 

Gross Wt ( ) 

Pkg. Wt 





PRELIMINARY TESTS 
Spot Tests 


Cobalt 

Thiocyanate j_ I 

Marquis — 
Froehde's -— 
Mecke's 




.Qp MIcrocrvstalllne Tests 
Gold 

Chloride "f~ __ 

TLTA { ) 

OTHER TESTS 



PRELIMINARY TEST RESULTS 
RESULTS fj)UH7lC- 
DATE 


Qt ^GOMB CONFIRMATORY TEST (bOBSOl'^^S 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcguisitionMeth 
Integrator 


C:\MSDCHEM\l\SySTEM7\05 

DCS 

31 May 2012 1:12 

BLANK 


DRUGS.M 
RTE 


30 12\830230.D 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS 


Folk_OIG_PRR_111623 


830230,D 


Thu May 31 01:23:31 2012 


Page 1 






Area Percent / Library Search Report 


Information from Data 

File : 


File Name 

C:\MSDCHEM\1\SYSTBM7\05 30 12\830231.D 

Operator 

DCS 



Date Acquired 

31 May 2012 

1:27 

Sample 

Name 

COCAINE STANDARD 

Submitted by 
Vial Number 

16 



AcquisitionMeth 

DRUGS.M 


Integrator 

RTS 











ly 


Abundance 



TIC: 830231 ■D^data.ms 



4.696 


1600000 





1000000 





600000 


1 





j 

M ‘ "-r-y-T 

I T 1 1 i 1 1 T f" "I " T "ll. i [ 1 I 1 1 p*~l J 1 I j T- 1 1 " j ! T 1 

Time'-> 2.00 - 3.00 

4.00 _ 

5.00_ 6,00 

7.00 8.00 9.00 10.00 11.00 12.00 

Ret. Time 


Area 

Area % Ratio % 

4.596 



1558872 

100.00 100.00 


830231.D Thu May 31 01:38:59 2012 Page 1 
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Area Percent / Library Search Report 


Information fror 

Data File: 

File Name 

C;\MSDCHEM\1\SYSTEM7\05 30 12\830231.D 

Operator 

DCS 

Date Acquired 

31 May 2012 1:27 

Sample Name 
Submitted by 

COCAINE STANDARD 

Vial Number 

16 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Search 

Libraries: C: 

C: 

C: 

\Database\SLI.L 
\Database\NIST05a.L 
\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

! 80 
: 80 

PK# 

RT Libra 

ry/ID 

CAS# 

Qual 


1 4.60 C:\Database\SLI.L 


COCAINE 


000050-36-2 

99 

COCAINE 


000050-36-2 

99 

cocaine' 


000050-36-2 

99 



Abundance #29: COCAINE 



m/2-> 40 60 60 100 120 140 160 180 200 220 ,240 260 280 300 
















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEN\1\SYSTEM7\05_30_12\830232.D 

DCS 

31 May 2012 1:43 

BLANK 
DCS 
1 

DRUGS . M 
RTE 



Time-> 2.00 3.00 4,00 ___5.00_6.00 7.00 8.00 9.00 10,00_ 11,00.12.00 


Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS**^ 


830232.D Thu May 31 01:54:26 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\1\SYSTEM7\05__30__12\830233 .D 
DCS 

31 May 2012 1:58 


DCS 
33 

DRUGS.M 
RTE 


Abundance 


1600000 


1000000 


4.^96 


TiC: 830233,D\data.ms 


500000 


/\ I 

1 1 .___ _ 

Time*-> 2.00 

1 1 1 1 1 1 r 1 r-T- 

3.00 _4.00 

' i 1 * i 1 1 1 ' 
5.00 6.00 

T T 1 ) I i r 

7,00. 

—1 f 1 I 1 1 [ 1 ! } f 1 

8.00_ . 9,00 .._10.00 

ll 'oo 12 .. 00 _ , _ 

Ret . Time 


Area 

Area % 

Ratio % 


3.775 

4.596 



148017 

1850107 

7.41 
92 , 59 

8.00 

100 . 00 



830233.D Thu May 31 02;10:02 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

C:\MSDCHEM\1\SYSTEM7\05 30 12\830233.D 

Operator 

DCS 

Date Acquired 

31 May 2012 1:58 

Sample Name 


Submitted by 

DCS 

Vial Number 

33 

AcquisitionMeth 

DRUGS,M 

Integrator 

RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum 

Quality; 80 


C;\Database\NlST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# 

RT Library/ID 

CAS# 

Qual 


1 3,77 C:\Database\NIST05a,L 

Imidazo[2,1-b]thiazole, 2,3,5,6~tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2^1-b]thiazole^ 2,3^5;6-tet 006649-23-6 97 


Abundance Average of 3.733 to 3.960 min.; 830233,D\data.ms {-) 




830233,D Thu May 31 02:10:02 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

C:\MSDCHEM\1\SYSTEM7\05 30 

12\830233.D 


Operator 

DCS 



Date Acquired 

31 May 2012 1:58 



Sample Name 




Submitted by 

DCS 



Vial Number 

33 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C;\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CAS# 

Qual 


2 

4.60 

C:\Database\SLI.L 






COCAINE 


000050-36-2 

99 



COCAINE 

000050-36-2 

99 



COCAINE 


000050-36-2 

99 




830233.D Thu May 31 02:10:03 2012 


Page 3 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : C:\MSDCHEM\l\SYSTEM7\05_3 0__12\83 0234.D 

Operator : DCS 

Date Acquired : ^^May 2012 2:14 

Sample Name : 

Submitted by : DCS 

Vial Number : 34 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



2.00 3.00 4.00 5.00 6.00 7.pp_ MO 9-00 JMO J1. 00 ,__ 12,00 


Ret. Time 

Area 

Area % 

Ratio % 

4.596 

1679455 

100.00 

100.00 


830234.D Thu May 31 02:25:28 2012 


Page 1 
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Area Percent / 


Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SySTEM7\05_3 0__12\83 0234.D 

Operator : DCS 

Date Acquired : 31 May 2012 2:14 

Sample Name : 

Submitted by : DCS 

Vial Number : 34 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_T0X2,L 

PK# RT Library/ID CAS# Qual 


G:\Database\SLI.L 
COCAINE 
COCAINE 
COCAINE 


000050'-36-2 99 
000050"36-2 99 
000050-36-2 99 



Abundance #29: COCAINE 



m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


830234*D Thu May 31 02:25:28 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


C: \MSDCHEM\1\SYSTEM7\05___30_12\830235 .D 
DCS 

31 May 2Q12 2:29 


DCS 
35 

DRUGS,M 
RTE 



Abundance TIC: 830235.D\dala.ms 



Ret. Time Area Area % Ratio % 


3.775 193239 7.97 8,66 

4.596 2232318 92.03 100.00 


830235.D Thu May 31 02:40:54 2012 


Page 1 
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Ai''ea Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionKeth 
Integrator 


from Data File: 

C:\MSDCHEM\1\SYSTEM7\05_30_12\830235 
DCS 

31 M ay 2012 2:29 


DCS 

35 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum 

Quality; 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PU 

RT Library/ID 

CAS# 

Qual 


1 3.77 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2;1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,i-b]thiazole, 2;3,5,6-tet 006649-23-6 97 


Abundance Average of 3,733 fo 1928 min.: 830235.b\data.ms (-) 



Abundance 

80 

60 

40 

20 




#59443: lmidazo[2,1-b]lhlazole, 2,3,5,6'tetfahydro-6-phenyl- 

204 
148 


73 


51 63 


40 50 60 


70 


m 


101 


89 

ill.1 




127 


117| 
109 1 


I 1 iT t [4 ‘i ‘iM ‘ rt r *i I j I ' f I 'J j I I 1 i f i i‘ { ‘T J T I i I i.T T- T T i' ri'i I [ M M | M 1 i j -rT- rrpM < I ^ 

100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 


135 


176 

157 167 I 185 


90 


830235.D 


Thu May 31 02:40:55 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File; 

File Name ; C ; \MSDCHEM\l\SYSTEM7\05__30__12\830235 , D 

Operator ; DCS 

Date Acquired : 3^May^0^2 2:29 

Sample Name ; 

Submitted by : DCS 

Vial Number : 35 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: SO 

C:\Database\NIST05a.L Minimum Quality; 80 

C : \Database\PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 


2 4.60 C:\Database\SLI.L 

COCAINE 
COCAINE 
COCAINE 


000050-36-2 99 
000050-36-2 99 
000050-36-2 99 


Abundance Average of 4.553 to 4.802 min.: 830235.D\data.ms (-) 



Abundance #29; COCAINE 














Area Percent / Libx‘ary Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\05_30_12\830236.D 

Operator r DCS 

Date Acquired i 31 May 2012 2:45 

Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 



7 ^ 


Abundance 

2000000 

1600000 

1000000 

500000 





TIC: 830236.D\dala.ms 


Time"> 2.00 

-1-1— } —TT- 

3,00 

""T" 1 '1—1-r !■ [--1 —S —!—1—]— r~ 

4.00 5.00 6.00 

' ^ ‘ ‘ ■ 
. Aop. 

—1 j—1 1—!—1 f—1— I —r-T-'l —f—1—(—I 13 1 1 j 1—\— 

8.00 9.00 10,pp__ 11.00 12.00 

— 

Ret. Time 


Area 

Area % 

Ratio % 


3.775 


198242 

7.86 

8 . 53 


4.596 


2324730 

92.14 

100,00 



830236 =D 


Thu May 31 02:56:19 2012 


Page l 
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Area Percent. / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\05_3 0__12\830236.D 

Operator : DCS 

Date Acquired : 31 May 2 012 2:45 

Sample Name : 

Submitted by : DCS 

Vial Number : 36 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_T0X2,L 

PK# RT Library/ID CAS# Qual 


1 3.77 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3/5/6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,S,6-tet 006649-23-6 98 


Abundance Average of 3743 to 3.913 nnin,: 830236.b\dala.ms (-) 



830236.D Thu May 31 02:56:19 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\MSDCKEM\l\SySTEM7\05 30 

12\830236.D 

Operator 

DCS 


Date Acquired 

31 May 2012 2:45 


Sample Name 



Submitted by 

DCS 


Vial Number 

36 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C;\Database\NIST05a.L 

C;\Database\PMW_T0X2,L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS}} Qual 


2 4,60 C:\Database\SLI.L 

COCAINE 
COCAINE 
COCAINE 



000050-36-2 99 
000050-36-2 99 
000050-36-2 99 




830236.D Thu May 31 02:56:20 2012 


Page 3 
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Area Percent / Library Search Report 


Information from Data File; 

File Name ; C:\MSDCHEM\l\SYSTEM7\05_30_12\830237.D 

Operator : DCS 

Date Acquired : 31May2012 3:00 

Sample Name ; 

Submitted by : DCS 

Vial Number i 37 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



Ret, Time 

Area 

Area % 

Ratio % 

3.775 

200024 

7,86 

8,54 

4.596 

2343448 

92,14 

100.00 


830237,D Thu May 31 03:11:54 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C : \MSDCHEM\1\SYSTEM7\05__30_12\83 0237 , D 

Operator : DCS 

Date Acquired : 31 May 2012 3:00 

Sample Name : 

Submitted by : DCS 

Vial Number : 37 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 



CAS# 

Qual 

1 

3 . 78 

C:\Database\NIST05a.L 







Imidazo [2, 1-b]thiazole, 

2, 

3,5,6-tet 

006649-23-6 

98 



Imidazo [2, 1-b]thiazole, 

2, 

3,5,6-tet 

014769-73-4 

98 



Imidazo [2, 1-b}thiazole/ 

2, 

3,5,6-tet 

006649-23-6 

98 



40 60 60 70 80 90 100 110 120 130 140 150 160 170 180 190_200 _2;io 220 _230 240 


830237.D 


Thu May 31 03:11:55 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\05_30_12\830237.D 
DCS 

31 May 2012 3;00 


DCS 

37 

DRUGS,M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C:\Database\PMW_T0X2.L 

Minimum Quality 
Minimum Quality 

: 80 
; 80 

PK# 

RT Library/ID 

CAS# 

Qual 


2 4.60 C:\Database\SLI.L 


COCAINE 


000050-36-2 

99 

COCAINE 


000050-36-2 

99 

COCAINE 


000050-36-2 

99 


Abundance Average or4.559 to 4.733 min.: 830237.D\data.ms (-) 




830237Thu May 31 03:11:55 2012 


Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\05_30_12\830238,D 
DCS 

31 May 2012 3:16 

BLANK 
DCS 
1 

DRUGS . M 
RTE 



TTme-> 2.00 3.00 4.00 5.00 6.00 7.00 8.00 9:00 10.00 . .11 00 12,00 


Ret, Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS* 


830238.D Thu May 31 03:27:20 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\1\SYSTEM7\05_30_12\S30239.D 

Operator : DCS 

Date Acquired : 31 May 2012 3:31 

Sample Name : 

Submitted by : DCS 

Vial Number ; 39 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



500000 

’3775 


ov^ 

Time''-> 2.00 

I ’ 

3.00 

' ' ' f ' 

4.00 5.00 6.00 

-r-r-r-f-T-r-7 

8.00 ?,00 IlloQ. YoO - 

Ret. Time 


Area 

Area % 

Ratio % 

3.775 


201953 

10,16 

11,31 

4.596 


1785092 

89,84 

100.00 


S30239-D Thu May 31 03:42:47 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTSM7\05_ 
DCS 

31 May 2012 3:31 


30 12\830239.D 



Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 


CAS# 

Qual 

1 

3 i78 

C : \Database\NlST05a,L 






Imidazo[2,1-b]thiazole, 

2 ,3,5,6-tet 

006649-23-6 

99 



Imidazq[2,1-b]thiazole, 

2,3,5,6-tet 

014769-73-4 

98 



Imidazo[2,1-b]thiazole, 

2 ,3,5,6 -tet 

006649-23-6 

98 



830239,D 


Thu May 31 03:42:47 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


C:\MSDCHEM\1\SYSTEM7\05 

DCS 

31 May 2012 3:31 


DCS 
39 

DRUGS.M 
RTE 


30 12\830239,D 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2 .h 


PK# 

RT 

Library/ID 

CAS# 

Qual 

2 

4.60 

C: \Database\SLI. L 





COCAINE ^ 

000050-36-'2 

99 



COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 




830239,D Thu May 31 03:42:48 2012 Page 3 
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Infoi‘mation from 
File Name : 

Operator : 

Date Acquired : 
Sample Name : | 
Submitted by 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Q o Q ma a ctt 




Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\MSDCHEM\1\SYSTEM7\05 30 

12\830240.D 

Operator 

DCS 


Date Acquired 

31 May 2012 3;46 


Sample Name 



Submitted by 

DCS 


Vial Number 

40 


Ac quisitionMe t h 

DRUGS,M 


Integrator 

RTE 


Search Libraries; C:\Database\SLI,L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

C;\Database\PMW_T0X2,L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


1 3.77 C:\Database\NIST05a.L 


Imidazo 

[2, 1-b]thiazole, 

2,3;5,e-tet 

014769-73-4 

98 

Imidazo 

[2, 1-b]thiazole, 

2,3,5,6--tet 

014769-73-4 

98 

Imidazo [2, 1-b] thiazole, 

2,3,5,6-tet 

006649-23-6 

98 



m/z-> 


20 


40 


60 


80 


100 120 140 160 180 200 220 240 260 280 


830240.D Thu May 31 03:58:13 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\1\SYSTEM7\05__30_12\830240 .D 
DCS 

31 May 2012 3:46 


DCS 

40 

DRUGS.M 
RTE 


Search Libraries; 


C:\Database\SLI*L 
C:\Database\NIST05a.L 
C: \Database\P?4W_TOX2 . L 


Minimum Quality; 80 
Minimum Quality: 80 


PK# RT 


Library/ID 


CAS# 


Qual 


4.60 C:\Database\SLI.L 
COCAINE 
COCAINE 
COCAINE 


uT 




000050-36-2 99 
000050-36-2 99 
’000050-36-2 99 


Abundance 


Average of 4.559 to 4,792 min.; 830240.0\data.rns {-) 



80 

60 

40 

20 

oi- 


82 


42 


55 68 


j -i , ^ J . , I jiitj.... ) i , I J I ■ r-t \ I » r-r - T 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


182 


94 


LJ, 


105 


122 


135 


198 


214 


244 259 


272 


303 


830240.D 


Thu May 31 03:58:14 2012 


Page 3 


Folk_OIG_PRR 111647 









Area Percent / Library Search Report 


Information from Data Pile; 

File Name : C:\MSDCHEM\1\SYSTEM7\05_3 0_12\ 8 3 0241< D 

DCS 

31 May 2012 4:02 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


DCS 

41 

DRUGS,M 
RTE 


Abundance 

1600000 

1000000 

500000 



■jiC: 830241.D\dala.ms 


Tjme-> 2,00 

~l -(--T 

3.00 

—j • •■! t —[ L > > '-i f-r- 

4,00 5.00 6.00 

' ■' ^'"1 ‘ '■ ^ 
.700 

' 1 1 ' ' ' I""'' 1 . ‘ ' ' M --r-i i-i-T- 1 - 

8.qo_ 9..oo ,_ . io,pq_ ti,oo _ il.oo 

Ret. Time 


Area 

Area % 

Ratio % 

3.775 


144520 

7.81 

CO 

4.596 


1706050 

92.19 

100,00 


830241.D Thu May 31 04:13:46 2012 Page 1 


Folk_OIG_PRR_111648 





Area Pex^'cent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\05_30_12\830241.D 

DCS 

31 May 2012 4:02 


DCS 

41 

DRUGS,M 
RTE 


Search 

Libraries; C:\Database\SLI.L 

Minimum 

Quality; 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C;\Database\PMW_T0X2.L 



PK# 

RT Library/ID 

CAS# 

Qual 


1 3.77 C:\Database\NIST05a,L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3.5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 ' 98 


Abundance Average of 3.743 to 3.918 min.; 830241.DVdafa.ms (0 




830241.D Thu May 31 04:13:47 2012 


Page 2 


Folk_OIG_PRR_111649 





Area Percent / Library Search Repor 


Infox'mation from Data File; 

File Name : C;\MSDCHEM\l\SYSTEM7\05_30_12\830241,D 

Operator : DCS 

Date Acquired ; 31 May 2012 4:02 

Sample Name : 

Submitted by : DCS 

Vial Number : 41 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMVJ_TOX2 .L 


PK# RT 

Library/ID 


CAS# 

Qual 

2 4.60 

C:\Database\SLI,L 





COCAINE 


000050-36-2 

99 


COCAINE 


000050-36-2 

99 


COCAINE 


000050-36-2 

99 


Abundance Average of 4,564 to 4.744 min.: 830241 .D\data.ms t) 



m/z-> 40 60 80 100 120 140 160 180 . 200 220 240 .260 280 300 


830241.D Thu May 31 04:13:47 2012 Page 3 

Folk_OIG_PRR 111650 




Area Percent / Library Search Report 


Information from Data File: 

File Name : C ; \MSDCHEM\l\SySTEM7\05_30_12\83 0242.D 

Operator ; DCS 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 42 

AcquisitionMeth; DRUGS.M 
Integrator : RTS 


Abundance 

1500000| 


1000000 


500000 


0^— T—I r -r j I t—j - I i t j ■ I I I T --J I "1 ——r-pn—i—r-n—p-r—?—t j j i ' i -r t |——r--| — i —r r r 

Time-> 2,00_3.00 4.0C)__ 5,00 _ 6,00 _7.00 _ 8,00.9.M.10,00 J_1.00_ 1,2,00 




TIC: 630242.D\data.ms 


4.696 



Ret. Time 

Area 

Area % 

Ratio % 

4.596 

1488162 

100.00 

100.00 


830242.D Thu May 31 04:29:08 2012 Page 1 


Folk_OIG_PRR_111651 





Area Percent / Library Seairch Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


C:\MSDCHSM\1\SYSTEM7\05_30_12\830242.D 
DCS 

31 May 2012 4;17 


DCS 
42 

DRUGS,M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C;\Database\NIST05a,L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# 

RT Library/ID 

CAS# 

Qual 


1 4.60 C:\Database\SLI.L 

COCAINE 
COCAINE 
COCAINE 


000050-36-2 99 
000050-36-2 99 
000050-36-2 99 


Abundance 


80 


60 

40 

20 


42 


m/z-> 


40 


,55 68 


Average of 4.559 to 4.786 rnfn.: 830242.D\data.ms (-) 


182 


94 


105 


122 


60 


80 


100 


135 166 


198 


120 140 160 180 200 


208 222_242 


303 


-p-T-r 
220 


272 

260 i 288 


-r-T i ^-j-r-v-r-rjnr- 

240 260 280 300 


Abundance 


#29: COCAINE 



830242.D Thu May 31 04:29:09 2012 


Page 2 


Folk_OIG_PRR_111652 





Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date. Acqiaired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\05_30_12\830243.D 
DCS 

31 May 2012 4:33 


DCS 

43 

DRUGS.M 
RTE 


^ .—... 

Abundance TIC: 830243.DWata.ms 



Ret, Time 

Area 

Area % 

Ratio % 

4,596 

1421123 

100.00 

100.00 


830243.D Thu May 31 04:44:32 2012 Page 1 


Folk OIG PRR 111653 



Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\05__30_12\83 0243.D 

Operator ; DCS 

Date Acquired : 31Nay201^^4 :3 3 

Sample Name : 

Submitted by : DCS 
Vial Number : 43 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_T0X2,L 

PK# RT Library/ID CAS# Qual 


1 4.60 C:\Database\SLI. L 

COCAINE /"■ 000050-36-2 99 
COCAINE . 000050-36-2 99 
COCAINE 000050-36-2 99 


Abundance Average of 4.527 to 4.696 min.: 830243,D\data.ms (-) 

182 

80 I 



830243.D Thu May 31 04:44:33 2012 Page 2 

Folk OIG PRR 111654 








Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
integrator 


C;\MSDCHEM\1\SYSTEM7\05_30_12\830244.D 
DCS 

31 May 2 012 4:48 

BLANK 


DRUGS,M 
RTE 



Ret, Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


830244.D Thu May 31 04:59:59 2012 Page 1 


Folk_OIG_PRR_111655 





Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator 


Data File: 

C:\MSDCHEM\1\SYSTEM7\05_30_12\830245.D 
DCS 

31 May 2012 5:04 

BLANK 

1 

DRUGS . M 
RTE 


Abundance 


1500 


1000 


500 


0 


TIG: 830245.D\dala,ms 







i ' j I i I * j '""'"'1 I ' ^ M ^ I ^ ' I I ' ‘ J I ! ' I ' T-y. I I 

T)me'«> 2,00 3.00 4.00 5.00 6.00 7.00 6.00 9.00 10.00 11.00 12-00 


Ret, Time 


Area Area % Ratio % 


INTEGRATED PEAKS 


830245.D 


Folk_OIG_PRR 111656 


Thu May 31 05:15 .■34 2012 


Page 1 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \lv1SDCHEM\l\SYSTEN7\05_30_12\830246 .D 
DCS 

31 May 2012 5:19 

COCAINE STANDARD 

16 

DRUGS.M 
RTE 


Abundance 

1600000 

1000000 

5000001 



TIC: 830246.D\dala.ms 


—T—i—r-j—r 

Tin’ie-> 2.00 3.00 




6.00 


—,—I— j— 

9.00 


"T 


T“ 


10.00 11.00 12.00 


Ret, Time 

Area 

Area % 

Ratio % 

4.596 

1542528 

100.00 

100.00 


830246,D Thu May 31 05:31:01 2012 Page 1 


Folk_OIG_PRR 111657 






Area Percent / Library Search Report 


Information from Data Pile: 

File Name : C;\MSDCHEM\l\SYSTEM7\05_30_12\830246.D 

Operator : DCS 

Date Acquired : 31 May 2012 5:19 

Sample Name : COCAINE STANDARD 

Submitted by : 

Vial Number : 16 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK^} RT Library/ID CAS# Qual 


1 4.60 C:\Database\SLI.L 

COCAINE / 000050-36-2 99 
•COCAINE 000050-3.6-2 99 
COCAINE 000050-36-2 99 


Abundance Average of 4.664 to 4.760 min.: 830246.D\dala.ms (-) 



m/z-> 40 60 80 100 120 140 160 180 200 220. 240 260 280 300 


830246.D Thu May 31 05:31:02 2012 Page 2 

Folk OIG PRR 111658 













Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\05 
DCS 

31 May 2012 5:35 

BLANK 
DCS 
1 

DRUGS.M 
RTE 


30_12\830247.D 



2,00 3.0p_ 4,00 5.00 6.00 7.00 8.00 9.0^ 15*00 ._1boo.12.00 


Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS* 


830247.D Thu May 31 05:46:30 2012 


Page 1 


Folk_OIG_PRR_111659 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\05_30_12\830248.D 

DCS 

31 May 2012 5;50 


DCS 
48 

DRUGS.M 
RTE 


Abundance 
1000000 
800000 
600000 
400000 
200000 

0 L y. I '-r- j —r-^—i—T — T -^— ^—I— ^ ) ] —rn—\— i ' ] —r— t— pni—i—rni— |~~-r ' i i i — » i i ' j r —v— ? — i—}~i—i—i—r-|—r-j ' j i 

Time-> 2.00 3.00 _4_.pp. 5,00 __ 6,00 7.00._„.8,0p 9,00. {OM .12.00._ 


4.^96 


TIC: 830248.D\data.fns 


Ret. Time 

Area 

Area % 

Ratio % 

4.596 

1059007 

100.00 

100.00 


830248.D Thu May 31 06:02:11 2012 Page 1 


Folk OIG PRR 111660 




Area Percent / Library Search Report 


Information from Data File: 

File Name : C : \MSDCHEM\1\SYSTEM7\05__3 0_12\830248 , D 

Operator : DCS 

Date Acquired : 31 May 2012 5:50 

Sample Name : 

Submitted by ; DCS 

Vial Number : 48 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CAS^ Qual 


4.60 C:\Database\SLI.L / 

COCAINE 000050-36-2 99 

COCAINE 000050-36-2 99 


COCAINE 


000050-36-2 99 



Abundance #29: COCAINE 

















Area Percent / Library Search Report 


Information from Data File: 

File Name : C;\MSDCHEM\1\SYSTEM7\05_30_12\830249.D 

Operator : DCS 

Date Acquired : 31 May 2012 6:06 

Sample Name : 

Submitted by : DCS 

Vial Number : 49 

AcquisitionMeth: DRUGS.M 
Integrator : RTF 



Tim_e-> 2.00_3.00 4.00 5.00 6.00 7.00_8.00_ 9^0 _10.00_ 11.00 12.00 


Ret. Time Area Area % Ratio % 

4.596 850940 100.00 100.00 


830249.D Thu May 31 06:17:40 2012 


Page 1 


Folk_OIG_PRR_111662 




Area Percent / Library Search Report 


Information from Data Pile: 

File Name : C:\MSDCKEM\l\SySTEM7\05_30__12\830249.D 

Operator : DCS 

Date Acquired ; 31 May 2012 6:06 

Sample Name ; 

Submitted by : DCS 

Vial Number r 49 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.60 C:\Database\SLI,L 


COCAINE 


000050-36-2 

99 

COCAINE 

ly 

000050-36-2 

99 

COCAINE 


000050-36-2 

99 



303 



300. 


Abundance #29: COCAiNE 



830249.D Thu May 31 06:17:40 2012 


Page 2 


Folk_OIG_PRR 111663 




Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\MSDCKEN\1\SYSTEM7\05_3 0_12\83 025 0.D 
DCS 

31 May 2012 6:21 


DCS 
50 

DRUGS,M 
RTE 



Time-> 2.00 3,00 4.00 5.00 6.00 7.00 8.00 9J)0 JO.OO, 11,00 12.00 


Ret. Time Area Area % Ratio % 


3.775 118706 6.19 6.60 

4.596 1798421 93.81 100.00 


830250.D Thu May 31 06;33:07 2012 Page 1 


Folk_OIG_PRR 111664 







Area Percent / Library Search Report 


Information from Data File; 

File Name ; C; \MSDCHEM\1\SYSTEM7\05__30__12\830250 .D 

Operator : DCS 

Date Acquired : 31 May 2012 6:21 

Sample Name ; 

Submitted by : DCS 

Vial Number ; 50 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L. Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2,L 


PK# 

RT 

Library/ID 


CAS# 

Qual 

1 

3,77 

C:\Database\NIST05a.L 






Imidazo [2, l-b]thiazole, 

2,3,5,6 ~tet 

006649-23-6 

98 



Imidazo[2,l-b]thiazole, 

2,3,5,6 ^ tet 

006649-23-6 

. 



Imidazo[2,1-b]thiazole, 

2,3,5, 6-‘tet 

014769-73-4 

98 


Abundance Average of 3.743 to 3.944 min.: 630250.D\data.ms H 




830250.D Thu May 31 06:33:07 2012 


Page 2 


Folk OIG PRR 111665 










Area Percent / Library Search Report 


Information from Data File: 

File Name ; C:\MSDCHEM\l\SySTEM7\05_30_12\830250.D 

Operator : DCS 

Date Acquired ; 31 May 2012 6:21 

Sample Name : 

Submitted by : DCS 

Vial Number : 50 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries; C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PM;'J_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4,60 C:\Database\SLI.L 

COCAINE 000050»36-2 99 
COCAINE • , 000050-36-2 99 
COCAINE 000050-36-2 99 


Abundance Average of 4.543 to 4 J60 mm,: 830250.D\ciata.ms (-) 



fn/z-> 40 60 80 1Q0„ _i2g _ J 40 160 180 _ 200_ 220 240 2ep_ 280 300_ 

Abundance #29: COCAINE 

I 8)2 


80 l 



m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


830250.D Thu May 31 06:33:08 2012 


Page 3 


Folk OIG PRR 111666 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C : \MSDCHEM\ 1 \SYSTEM7\05_30__12\ 830251.D 
DCS 

31 May 2012 6:37 


DCS 
51 

DRUGS,M 
RTE 


Abundance 

800000 

600000 

400000 

200000 

O^T- 

Time"> 2,00 



4496 


TIC: 830251 .D\data.ms 


T—j—3—I—r-4™-]—I I r-t —[—I i—r-T ' f —i—i—i—i—] i < t-t —i—i—i—i—j—i—i—r™? ■"[—i—r—i—i—]—?— r"i ' r -|—i—i—i—r 

3,00 400 6J0 6.00 JL-OO aOO . 9,00 10,00 ,J 1.00 J2,p0 


Ret. Time 

Area 

Area % 

Ratio % 


4.596 

831528 

100.00 

100.00 



830251.D Thu May 31 06:48:48 2012 Page 1 


Folk_OIG_PRR 111667 



Area Percent / Library Search Report 


Information from Data Pilej 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM?\0 5_3 0_12\830251,D 
DCS 

31 May 2012 6:37 


DCS 

51 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2 » L 


PK# 

RT 

Library/ID 


CAS# 

Qual 

1 

4.60 

C:\Database\SLI.L 






COCAINE 


000050-36-2 

99 



COCAINE 

C./ ■ 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 




830251.D 


Thu May 31 06:48:48 2012 


Page 2 


Folk OIG PRR 111668 


















Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\05_30_12\830252.D 

Operator : DCS 

Date Acquired : 31 May 2012 6:53 

Sample Name : 

Submitted by ; DCS 

Vial Number : 52 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundanca TIC; 830262.D\data.rns 

4,^95 

1000000 


500000 



830252.D Thu May 31 07:04:29 2012 


Page 1 


Folk_OIG PRR 111669 




Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\05_30_12\S30252.D 

Operator : DCS 

Date Acquired : 31 May 2012 5 :53 

Sample Name : 

Submitted by ; DCS 

Vial Number : 52 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID 


1 

4.60 

C:\Database\SLl.L 





COCAINE 

000050-36-2 

99 



COCAINE 

00005.0-36-2 

99 



COCAINE 

000050-36-2 

99 


CAS# Qual 


Abundance 


Average of 4.532 to 4.749 min.: 830262.D\data.ms {-) 



Abundance 


#29; COCAINE 


m/Z”> 



830252.D Thu May 31 07:04:29 2012 


Page 2 


Folk OIG PRR 111670 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C; \MSDCHEM\1\SYSTEM7\05_30__12\830253 .D 
DCS 

31 May 2012 7:08 

BLANK 
DCS 
2 

DRUGS . M 
RTE 



Tjme:‘> 2.00 3.00 4.00 5.00_6.00 7,00 8.00_9,00 jg,0p 1100 12,00 


Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS 


830253,D Thu May 31 07:20:12 2012 Page 1 


Folk_OIG_PRR_111671 




Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\05_30_12\830254.D 

Operator ' : DCS 

Date Acquired 
Sample Name 
Submitted by : DCS 

Vial Number : 54 

AcquisitionMeth: DRUGS JA 
Integrator : RTE 



Abundance 



TIC: 830254.OVdata.ms 



Ret. Time 

Area 

Area % 

Ratio % 

4.596 

858088 

100.00 

100,00 


830254,D Thu May 31 07:35:51 2012 


Page 1 


Folk_OIG_PRR 111672 




Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\05__30__12\830254.D 

Operator : DCS 

Date Acquired : 31 May 2012 7:24 

Sample Name : 

Submitted by : DCS 

Vial Number : 54 

AcquisitionMeth; DRUGS.M 
Integrator RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality; 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.60 Cr\Database\SLI.L 

COCAINE . 000050"36“2 99 
COCAINE . 000050-36-2 99 
COCAINE 000050-36-2 99 


Abundance Average of 4.553 to 4733 min.: 830264.D\data.ms (-) 

I "(2 



m/2-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


830254.D Thu May 31 07:35:51 2012 Page 2 


Folk OIG PRR 111673 











Area Percent / Library Search Report 


Information from Data Pile: 

File Name : C:\MSDCHEM\l\SySTEM7\05_30_12\830255.D 

Operator : DCS 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 55 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



Abundance 


TIC: 830255.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

4 .596 

753551 

100,00 

100.00 


830255.D Thu May 31 07:51:32 2012 


Page 1 


Folk_OIG_PRR 111674 












Area Percent / Library Search Report 


Information from Data File: 

File Name i C:\MSDCKEM\1\SYSTEM7\05__3 0__12\83 0255.D 

Operator : DCS 

Date Acquired : 7:40 

Submitted by : DCS 

Vial Number : 55 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C ; \Database\PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 


4.60 C:\Database\SLI.L 

COCAINE 000050-36-2 99 
COCAINE . 000050-36-2 99 
COCAINE 000050-36-2 99 


Abundance Average of 4.659 to 4733 min.: 830255.b\data.ms (-) 

I 



40 60 _80 100 _ 120 .M. 160__ 180_200 220 2^^^ _260 _280.300_ 


Abundance #29: COCAINE 



830255,D Thu May 31 07:51:32 2012 Page 2 

Folk OIG PRR 111675 









Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\05_30_12\830256.D 

Operator : DCS 

Date Acquired : 3^Ma^201^^ 7:55 

Sample Name : 

Submitted by : DCS 
Vial Number : 56 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



Abundance TfC: 830256.D\data.ms 


^.696 

10000001 


500000 



Ret. Time 

Area 

Area % 

Ratio % 


4.596 

1255391 

100.00 

100.00 



830256,D 


Thu May 31 08:07:15 2012 


Page 1 


Folk_OIG_PRR 111676 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\1\SYSTEM7\05_30__12\830256 .D 
DCS 

31 May 2012 7:55 


DCS 

56 

DRUGS.M 
RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMI^ TOX2.L 


PK#, RT 

Library/ID 


CAS# 

Qual 

1 4,60 

C:\Database\SLI.L 
COCAINE 


000050-3'6-2 

99 


COCAJNE 

000050-36-2 

99 


COCAINE 


000050-36-2 

99 

Abundance 

Average of 4.553 to 4.733 min,: 830256,b\data.ms {-) 





830256.D 


Thu May 31 08:07:16 2012 


Page 2 


Folk_OIG_PRR_111677 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


C: \MSDCHEM\1\SYSTEM7\05_3 0__12\83 0257,D 
DCS 

31 May 2012 8:11 


DCS 

57 

DRUGS.M 
RTE 


Abundance 

800000 

600000 

400000 




4.^96 


T!C: 830257.D\data,ms 


200OOO1 I 

0 ) f r > I I i - r -i - - j t I < t -p I 1 ; r I t I ( t ^ 1 r - j I j f > > t } "t < < < < i < ^ ; i i 


Time-> 2.00 

3 00 _ 


5,00._6.p0 

7,0p__ 

8.0p_ 9.00 ^ 1_0,00 _ 11.00 _ 12,00 


Ret, Time 



Area 

Area % 

Ratio % 


4,596 



927990 

100.00 

100,00 



830257,D Thu May 31 08:22:58 2012 Page 1 


Folk_OIG_PRR 111678 








Area Percent / Library Search Report 


Information from Data File: 

File Name ; C; \MSDCHEM\1\SYSTEM7\05___3 0_12\S30257 .D 

Operator : DCS 

Date Acquired : 8:11 

Sample Name : 

Submitted by : DCS 

Vial Number : 57 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMVJ TOX2 . L 


PK# RT 

Library/ID 

CAS# 

Qual 

1 4,60 

C:\Database\SLI,L 




COCAINE V' 

000050-36-2 

99 


COCAINE . 1/ 

000050-36-2 

99 


COCAINE 

000050-36-2 

99 

Abundance 

Average of 4.659 to 4749 min.: 

'83b257.D\da{a.ms (-) .. 

-- 



m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


830257,D Thu May 31 08:22:59 2012 Page 2 

Folk OIG PRR 111679 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisiticnMeth 
Integrator 


C: \MSDCHEM\l\SySTBM7\05__30_12\830258 ,D 
DCS 

31 May 2012 8:27 


DCS 
58 

DRUGS.M 
RTE 


Abundance 








TIC: 83025B.D\data,ms 



Ret. Time 

Area 

Area % 

Ratio % 

4.596 

1469955 

100.00 

100.00 


830258.D Thu May 31 08:38:39 2012 


Page 1 


Folk OIG PRR 111680 




Area Percent / Library Search Report 


Information from Data File: 

File Name : C; \MSDCHEM\l\SYSTEM7\05__30_12\830258 .D 

Operator : DCS 

Date Acquired ; 31 May 2012 8:27 

Sample Name : 

Submitted by : DCS 

Vial Number : 58 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C : \Database\PMVJ_TOX2 , L 

PK# RT Library/ID CAS# Qual 


4,60 C:\Database\SLI,L 

COCAINE X" 000050-36-2 99 
COCAINE ^ 000050-36-2 99 
COCAINE * 000050-36-2 99 



Abundance 


#29: COCAINE 



830258.D Thu May 31 08:38:40 2012 


Page 2 


Folk_OIG PRR 111681 










Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 

Sample Name : 

Submitted by ' : 

Vial Number 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\1\SYSTSM7\05_3 0_12\83 02 59,D 
DCS 

31 May 2012 8:43 

BLANK 

2 

DRUGS -M 
RTE 



Time-> 2.00 3.00 4.00 5.00 6.00 7,00 8,00 9.00 _ 10,00 IIOO 12,00 


Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS'^** 


830259.D Thu May 31 08:54:17 2012 


Page 1 


Folk_OIG_PRR_111682 




Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C : \MSDCHEM\ 1 \ SYSTEM? \ 0 5__3 0_12\830260.D 
DCS 

31 May 2012 8;58 

BLANK 


DRUGS,M 
RTE 



Time-> 2,00 3,00 4.00 6,00 6,qp__ 7.00 . . MO . 9-0_0 10,00 11.00 12.00 


Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS 


830260.D Thu May 31 09:09:56 2012 


Page 1 


Folk OIG PRR 111683 




Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

C: \MSDCHEM\l\SySTEM7\05_3 0 _ 12 \83 0261 .D 
DCS 

31 May 2012 9:14 

COCAINE STANDARD 


16 

DRUGS, 
RTE 


Abundance 

1600000I 


4.^96 


TIC: 630261.DWata.ms 


1000000 


500000 


OV^ 

Time^> _ 2.00 


1—j—i—(—— i —I—1-^1——j—!—r r‘~i—j—i—i—i——i— i —i—i—j—r 

3.00., 4.00 5.00. 6,00 7,00 _8.00 


-.■"i-v I r f i-T-y-i-r 

9.0£ 10,00 ..J.I.OO _ 1.2J0 


Ret. Time 

Area 

Area % 

Ratio % 

4.596 

1505075 

100.00 

100.00 


830261.D Thu May 31 09:25:46 2012 


Page l 


Folk_OIG_PRR_111684 




Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTSM7\05_30__12\83 0261.D 

Operator : DCS 

Date Acquired : 31 May 2012 9:14 

Sample Name : COCAINE STANDARD 

Submitted by : 

Vial Number : 16 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: SO 

C:\Database\PMW_TOX2,L 

PK# RT Library/ID 


4.60 C:\Database\SLI.L 
COCAINE 
COCAINE 
COCAINE 


000050-36-2 99 
000050-36-2 99 
000050-36-2 99 


CAS# Qual 


Abundance Average of 4,669 to 4760 min.: 830261 .D\data.ms (-) 

I 



m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AequisitionMeth 
Integrator 


C:\MBDCHEM\l\BYBTEM7\05_30_12\B302e2 .D 
DCS 

31 May 2012 9:30 

BLANK 
DCS 
2 

DRUGS , M 
RTE 



Tirne-> 2.00 3.00 4.00 5,00_6,_00 7.00 __ 8,00.9,00 10.00 11.00 12,Op 


Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


I 


830262.D Thu May 31 09:41:25 2012 Page 1 


Folk OIG PRR 111686 




Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C : \MSDCHEM\ 1 \S YSTEM7\ 0 5_3 0__12\830263.D 
DCS 

31 May 2012 9:45 


DCS 

63 

DRUGS.M 
RTE 



Time-> 2,00 3.00 4,00 5,00 6.00 7.00 8.00 9_.00 JO.OO 11.00 12,00 


Ret. Time 

Area 

Area % 

Ratio % 

4.596 

1015434 

100,00 

100.00 


830263.D Thu May 31 09:57:03 2012 Page 1 


Folk_OIG_PRR 111687 




Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\MSDCHEM\1\SYSTEM7\05_30_12\830263.D 
DCS 

31 May 2012 9:45 


DCS 

63 

DRUGS.M 
RTE 


Search 

Libraries: C;\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# 

RT Library/ID 

CAS# 

Qual 


1 4.60 C:\Database\SLI.L 


COCAINE 


000050-36-2 

99 

COCAINE 


000050-36-2 

99 

COCAINE 


000050-36-2 

99 


Abundance 


Average of 4.548 to 4.712 mm.: 830263.D\data,ms 0) 



Abundance #29; COCAINE 



830263.D 


Thu May 31 09:57:04 2012 


Page 2 


Folk_OIG_PRR_111688 







Area Percent / Libi'ary Search Report 


Information from Data File: 



T!me-> 2.00 

3.00 

4.00 

5.00 .6.00 

.7,00 

8,00 9.00 10,00 11.00 12.00 

Ret. Time 



Area 

Area % 

Ratio % 

4.596 



922980 

100.00 

100.00 


830264.D Thu May 31 10:12:42 2012 Page 1 


Folk OIG PRR 111689 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


C:\MSDCHEM\l\SySTEM7\05_3 0__12\83 0264 .D 
DCS 

31 May 2012 10 : 01 


DCS 

64 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMW__TOX2 . L 


PK# 

RT 

Library/ID 


CAS# 

Qual 

1 

4.60 

C:\Database\SLI.L 






COCAINE 


000050-36-2 

99 



COCAINE 

L' 

000050-36-2 

99 



COCAINE 


000050-36-2 

99 


Abundance 

80 

60 

40 

20 

0 ^ 




Average of 4.564 to 4,723 min.: 830264.D\data.ms (-) 


182 


42 


68 


105 


122 


136 


19B 


208 222 245 259 


272 


303 


288 


L I 1 

"i ^ [ . li uj ) . ‘j I li ' iij i - j T "v ‘i-‘^ I iM"' l [ I ' l I I . *■ ] I I I r7 - f T " i -i- [ I , I < - t i i I ' f 

m/z-> 40 60 80 100 120 J40 160 .180 200^ 220 240 260. 280 300 


Abundance 


#29: COCAINE 



830264.D Thu May 31 10:12:43 2012 


Page 2 


Folk_OIG_PRR 111690 










Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM?\0 5_3 0_12\830265,D 
DCS 

31 May 2012 10:17 


DCS 

65 

DRUGS.M 
RTE 


Abundance 


TIC: 830265.DVdata.ms 



Ret * Time 


Area Area % Ratio % 


4.596 


1352003 100.00 100.00 


830265.D Thu May 31 10:28:28 2012 Page 1 


Folk_OIG_PRR_111691 



Area Percent / Library Search Report 


Information from Data File: 

File Name : C ; \MSDCHEM\l\SySTEM7\05_3 0_12\830265. D 

Operator : DCS 

Date Acquired : 31 May 2012 10:17 

Sample Name : 

Submitted, by ; DCS 
Vial Number : 65 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality; 80 

C:\Database\NIST05a,L Minimum Quality: 80 

C ; \Database\PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 


1 4.60 C:\Database\SLI,L 


COCAINE 

l/ 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 

COCAINE 


000050-36-2 

99 


Abundance 


Average of 4.564 to 4.749 min.: 830265.D\data.ms M 



Abundance 


#29: COCAINE 




Folk OIG PRR 111692 









Area Percent / Libraz-y Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\05_30_12\830266.D 

DCS 

31 May 2012 10:32 


DCS 

66 

DRUGS.M 
RTB 




Abundance 


1000000 


500000 


Oh ■ 
Time-> 2.00 





TIC; 830266.D\data.ms 


3.00 


5.00 


6*00 


7.00 


8.00 


9.00 


r-r~j-T~r- 

10.00 


' M ' ' ■'. 

11.00 12.00 


Ret. Time 

Area 

Area % 

Ratio % 


4.596 

1175192 

100.00 

100.00 



S30266.D Thu May 31 10:44:06 2012 Page 1 


Folk OIG PRR 111693 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHBM\1\SYSTEM7\05 

DCS 

31 May 2012 10:32 


DCS 

66 

DRUGS.M 
RTE 


30 12\830266.D 


Search Libraries: C: .\Database\SLI, L 

C:\Database\NIST05a.L 
C:\Database\PMW T0X2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 


CAS# Qual 


1 4.60 C:\Database\SLI.L 


COCAINE 


000050"36“2 

99 

COCAINE 

/ 

000050~36“2 

99 

COCAINE 

ly 

000050-36-2 

99 


Abundance 


Average of 4.564 to 4.723 min.: 830266.D\data.ms 0) 



Abundance #29: COCAINE 



830266.D 


Thu May 31 10:44:07 2012 


Page 2 


Folk OIG PRR 111694 








Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

C:\MSDCHEM\1\SYSTEM7\05_3 0__12\83 0267 . D 
DCS 

31 May’2012 10:48 


DCS 

67 

DRUGS 

RTE 


M 


Abundance 






TfC; 830267.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

4.596 

1203200 

100.00 

100.00 


830267.D Thu May 31 10:59:45 2012 Page 1 


Folk OIG PRR 111695 





Al’ea Percent / Library Search Report 


Information from Data Pile: 

File Name 

C:\MSDCHEM\1\SYSTEM7\05 30 12\830267.D 

Operator 

DCS 

Date Acquired 
Sample Name 


Submitted by 

DCS 

Vial Number 

67 

AcquisitionMeth 

DRUGS.M 

Integrator : 

RTS 


Search 

Libraries: C:\Dat3base\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

Minimum 

Minimum 

Quality: 80 
Quality: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


1 4.60 C:\Database\SLI.L 

COCAINE 000050-36-2 99 
COCAINE 1/ 000050-36-2 99 
COCAINE 000050-36-2 99 



Abundance #29: COCAINE 




Folk OIG PRR 111696 












Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\1\SYSTEM7\05_3 0__12\83 0268 . D 
DCS 

31 May 2012 11:04 

BLANK 

2 

DRUGS.M 
RTE 



2.00 __3.00 4.00 5.00 6.00 7.00 _ 8.00 9.00 10.00 11.00 12.00_ 


Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


830268-D Thu May 31 11:15:24 2012 Page 1 


Folk_OIG_PRR 111697 





Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired r 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\1\SYSTEM7\05_30_12\830269.D 

DCS 

31 May 2012 11:19 

BLANK 

2 

DRUGS . M 
RTE 



Ret. Time 


Area Area % Ratio % 


**-A-NO INTEGRATED PEAKS*** 


830269,D Thu May 31 11:31:08 2012 Page 1 


Folk_OIG_PRR_111698 




Area Percent / Library Search Report 


Information from Data.File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHSM\1\SYSTEM7\05__3 0_12\83 0270 . D 
DCS 

31 May 2012 11:35 

COCAINE STANDARD 

16 

DRUGS,M 
RTS 

____ 


7 " 


Abundance 

1600000 




4.$96 


TIC: 830270.0\dala.ms 


1000000 


500000 


0^—)—r-r—r-i— | ‘i~~i—i—r—j—i—i r i \ i »—i—i—j—i—i—i—i—|— f > i —j—i—i—i—i—|— i —i—i—;—i—i—i—|—r"T- t * j—i—i—i—r 

T(me->., 2,00 __3.p0 4J0 5.00_ 6,00 7,00 __ 8,00_ 9,00 10'00__1_1.00_ ; 12.00_ 


Ret. Time 

Area 

Area % 

Ratio % 

4.596 

1485217 

100.00 

100.00 


830270.D Thu May 31 11:46:49 2012 Page 1 

Folk_OIG_PRR 111699 






Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
Ac qu i s i t i onMe t h; 
Integrator : 


Data File: 

C : \ MSDCHEM\ 1 \ SYSTEM? \ 0 5__3 0__12\830270.D 
DCS 

31 May 2012 11:35 

COCAINE STANDARD . 

16 

DRUGS . M 
RTE 


Search Libraries: 


C:\Database\SLI,L 
C:\Database\NIST05a.L 
C:\Database\PMVJ TOX2,L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 

Qual 

000050-36-2 

99 

000050-36-2 

99 

000050-36-2 

99 

(■) ' ' 

—. 


4.60 C:\Database\SLI,L 
COCAINE 
COCAINE 
COCAINE 


Abundance 

80 

60 

40 

20 

0 




42 


,55 07 


Average of 4.559 to 4.754 mfn,: 830270.D\data.ms (-) 
182 


105 




122 


I ^39 ^52 ^00 

!■ ) ..i.j it I ^ ..J y . .^. f r I ^ 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 360_ 


198 


214 


272 

242 260 j 288 

I . j i I i I 


303 


Abundance 

80 

60 

40 

20 

0 


8|2 


42 

Ju 


,55 68 


#29: COCAINE 


182 


94 


I. i . i. 


105 


122 


214 


135 '',^2 166 

J j . , jlllj I I, | , y , | l j ^ , , , i ■ ^ J ^ ) | ^ ) ) |' i J " I f 1 I j 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 


198 


244 259 

-r-r-r- 7 - 


272 


303 


830270.D 


Thu May 31 11:46:49 2012 


Page 2 


Folk OIG PRR 111700 
















